Approved For Release 2000/09/01 : CIA-RDP81B00878R001400030119-8 


SECRET — 


SAPC.24858 
Copy Z of 4 
28 February 1958 


Ramo-Wooldridge Corporation 
Los Angeles, California 


Gentlemen: 

Reference is made to proposal CMCC Doc. No. 151X5.761 
dated 7 October 1957 covering the modifleation of the time 
display in the Event Marker Equipment Rack (F-Rack), This 
proposal has been reviewed by Customers No. 1 and No, 3 and 


approved, 
Very truly yours, 
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